From: 

Sent: 

To: 

Subject: 


Corbett, Kate (DPH) 

Friday, September 05, 2008 10:42 AM 

Lauren O'Neil 

RE: 


This is what it says: 

Your message to: lauren@outcome.com 

was blocked by our Spam Firewall. The email you sent with the following subject has NOT BEEN 
DELIVERED: 

Subject: RE: 


From: Lauren O'Neil rmailto:lauren(a)outcome.com1 
Sent: Friday, September 05, 2008 8:55 AM 
To: Corbett, Kate (DPH) 

Subject: RE; 

That is so weird and incredible annoying! What does the message say on the email when it bounces back? 


Lauren O'Neil 
Outcome 
Office Manager 
201 Broadway 
Cambridge, MA 02139 
Phone; 6 ^ 7 - 7 ^ 5-6864 
Fax; 61F-621-1620 
www.outcome.com 


STATEMENT OF CONFIDENTIALITY: 

The information contained in this electronic message and any attachments to this message are intendedfor the exclusive use of the addressee(s) and may contain confidential 
information. If you are not the intended recipient, please notify the sender of the error by replying to this message, and destroy all copies of this message and any attachments. 


From: Corbett, Kate (DPH) 1 mailto:Kate.Corbett@state.ma.us1 
Sent: Friday, September 05, 2008 8:36 AM 
To: Lauren O'Neil 

Subject: 

Your email is denying me again..so here is what I responded to your email that got sent back to me: 

well even if you just throw the random stuff in together and just label the box saying that the stuff came 
from the bookcase or whatever...then you will have an idea of where to put the stuff when you 
unpack....furniture shopping is fun...where you going? i saw an ad on tv that bernie and phyls is having a 
promotion where you get 0% til 2011 
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